



Density and Lot Size 


Currently: Minimum lot 
area per unit, or density, 
determines how many 
residential units can be built 
on a parcel. The number 
of units that can be built is 
limited by how large the parcel 
is. In some medium and high 
density residential districts, 
the requirement can be up to 
1,450 square feet of lot 
area per unit. 


Proposed Minimum Lot Area per <- 
Residential Unit: 1,000 sq.ft, r^r ui# 
What do you think? ^ 
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Proposed Minimum Lot Size: q 
5,000 sq.ft. 

What do you think 7 w £ 
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Comments? 

■ r thoughts on sticky 
place them here. 
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